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Message Text 

CONFIDENTIAL 

PAGE 01 LONDON 10208 271652Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DOE-15 SOE-02 /038 W 

054922 290117Z/62 

R 271642Z JUN 78 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 7597 

CONFIDENTIAL LONDON 10208 

EB/ORF/FSE 

DEPT ALSO PASS DOE/IEA FOR MAZAKA 

E.O. 11652: GDS 
TAGS: IEA, ENRG, UK 

SUBJECT: TRANSCRIPT OF IAB SUBCOMMITTEE A DESIGN GROUP 
MEETING HELD IN NEW YORK NOVEMBER 9, 1977 

1 . R. F. CHASE AND I. S. SAUNDERS OF BRITISH PETROLEUM 
READ SUBJECT TRANSCRIPT MARCH 30. MR. CHASE HAD NO 
COMMENTS TO OFFER. MR. SAUNDERS SUGGESTED THE FOLLOWING 
REVISIONS: 

PAGE 112, LINE 3: CHANGE "THEY" TO READ "THERE"; 

PAGE 1 12, LINE 4: CHANGE "SUFFICIENT" TO READ 
"INSUFFICIENT". 

2. R. O. PROCTOR OF SHELL INTERNATIONAL READ SUBJECT 
TRANSCRIPT APRIL 1 1 AND SUGGESTED THE FOLLOWING REVISION: 

PAGE 248, LINE 16: INJECT "NOT" BETWEEN "WILL" AND 

"HAVE". 

3. M. W. ALLEN OF SHELL INTERNATIONAL READ SUBJECT 
TRANSCRIPT JUNE 27 AND SUGGESTED THE FOLLOWING REVISION: 

PAGE 180, LINE 16: INJECT "NOT" BEFORE "BE INVOLVED". 
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